BILL NO. G-96-11-42 (AS AMENDED) 
GENERAL ORDINANCE NO. G-29-96 


|| AN ORDINANCE AMENDING TITLE 15, CHAPTER 156: 

f "SWIMMING POOLS AND BEACHES," SECTIONS 156.25, 
156.26, 156.27 and 156.32 OF THE CITY OF FORT 
WAYNE CODE OF ORDINANCES. 


NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL OF 
THE CITY OF FORT WAYNE, INDIANA: 

Section 1. That Sections 156.25, 156.26, 156.27 and 156.32 of Chapter 156, 
Title 15 of the City of Fort Wayne, Indiana, Code of Ordinances be amended as follows: 


Section 156.25 of Chapter 156, Title 15 of the City of Fort Wayne, Indiana, Code of 
Ordinances be amended as follows: 


§ 156.25 DEFINITIONS. 


i For the purpose of this subchapter, the following definitions shall be added and apply 
| unless the context clearly indicates or requires a different meaning. 


I HOT TUB OR SPA means a hydrotherapy unit used primarily for therapeutic or 
j] relaxation purposes which is not drained, cleaned or refilled for each individual use. 
|| It does not apply to any hot tub or spa used in a medical treatment facility which is: 


1. Under the direct supervision of qualified medical personnel; and 


Drained after each use. 


PUBLIC means used by persons other than the owner of a private single family 
residence, members of its household and house quests. 


SWIMMING POOL shall mean any structure, basin, chamber, or tank containing a 
body of water for swimming, diving, therapeutic, or recreational bathing. "Swimming 
pool" shall also include hot tubs, spas, auxiliary structures including dressing and 
locker rooms, toilets, showers, and other areas and enclosures that are intended for 
the use of persons using the pool, but shall not include pools and auxiliary structures 
and equipment at private single family residences intended only for the use of the 
Owner, his household, and house guests. 


Section 156.26 of Chapter 156, Title 15 of the City of Fort Wayne, Indiana, Code of 
Ordinances be amended as follows: 


§ 156.26 PERMIT REQUIREMENTS 


| Nothing in this ordinance shall be construed as applying to any swimming, wading 
| pool, hot tub or spa maintained by an individual for the sole use of his household 
and house guests or to a pool in a hospital or health facility approved by the 
State Board of Health, which pool is used for individual therapy only and is 
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drained and filled prior to each individual use. 


Hot tubs or spas which are operated and equipped with a separate filtration system 


(H) 


shall be subject to an annual permit fee of Four Hundred Dollars ($400.00) which 
shall be submitted with the initial or annual permit renewal application. 


In addition, a fee of fifty dollars ($50.00) is to be paid for each additional 
swimming pool, hot tub or spa operated by the same Owner at the same 
address which is equipped with separate filtration and disinfection systems. 


Section 156.27 of Chapter 156, Title 15 of the City of Fort Wayne, Indiana, Code of 
Ordinances be amended as follows: 


§156.27 CONSTRUCTION, SANITATION, AND OPERATION REQUIREMENTS 


(D) 


(E) 


(F) 


(H) 


(1) 


The continued use of a wooden hot tub or spa which was installed prior to 
the effective date of this rule shall be permitted provided that it is maintained 
in a sanitary condition. The installation of a wooden hot tub or spa after the 
effective date of this rule shall not be permitted. 


A pool that does not meet the applicable bacteriological quality standards 
enumerated in Rule 4.10 IAC 6-2 and Rule 675 IAC 20, as amended, shall 


be deemed a health hazard and shall constitute grounds for closure. 


Bacteriological sampling shall start at least three days prior to the opening 
of a swimming pool. 


All circulated water in a spa and hot tub shall go through a filtration system 
and an erosion type mechanical chemical feeder prior to injection into the 
spa or hot tub. 


When chlorine is used in a spa or hot tub, a free chlorine residual of at least 
three (3.0) mg/l shall be maintained throughout the spa or hot tub water. 
When other halogens are used, residuals of equivalent disinfecting strength 
shall be maintained. When other residue disinfectant level falls below the 


minimum designated level, the public spa or hot tub shall be closed and kept 
free of bathers until the minimum level has been restored. 


The temperature of a spa or hot tub shall not exceed one hundred four 
degrees fahrenheit (104F.) or forty degrees celsius (40C.) A thermometer 
capable of accurately measuring temperatures in the range of eighty degrees 
fahrenheit (80F.) or twenty seven degrees celsius (27C.) to one hundred 
twenty degrees fahrenheit (120F.) or forty nine degrees celsius (49C.) shall 
be provided at each spa or hot tub facility. The thermostat controlling the 
water temperatures of a spa or hot tub shall be located in such a way that 
it cannot be adjusted by customers while seated in the spa or hot tub. 


Visible dirt at the bottom of a spa or hot tub shall be removed every twenty 
four hours or more frequently as required. Scum or floating matter on a spa 
or hot tub surface shall be removed continuously by skimming, flushing, or 
other effective means. A spa or hot tub shall be drained and scrubbed with 
a disinfectant agent at least once every two weeks or more frequently if there 
are indications of poor water quality or clarity. The deck and cover of a spa 
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or hot tub shall be cleaned and scrubbed with a disinfecting agent at least 
once every week. Such disinfecting agent shall be compatible with other 
pool chemicals used and have a concentration when applied which is 
equivalent to one hundred (100) mg/l available chlorine. 


Daily operating records shall be maintained and recorded each day while the spa or 
hot tub is open for use. It shall include the following: total bather loads, 
water temperature, volume of fresh water added, operating periods of 
recirculating pumps and filters and corresponding rate of flow meter readings 
amounts and types of chemicals used, disinfectant residual, pH readings, 
maintenance and malfunction of equipment, if any, results of bacteriological 
examinations and reports of accidents, injuries, illness or complaints related 
to spa or hot tub operation. Operators shall keep daily operating records for 
a minimum of one year. Daily operating records shall be open to inspection 
by the Health Commissioner and weekly summaries of these records shall 


be submitted to the Department on forms prepared by the Health 
Commissioner. 


Section 156.32 of Chapter 156, Title 15 of the City of Fort Wayne, Indiana, Code of 
Ordinances be amended as follows: 


§ 156.32 SUPERVISION. 


© The supervision requirements of 156.32 shall not be applicable in those situations 
where a hot tub or spa exists independently without an associated swimming pool. 


Section 2. That this Ordinance shall be in full force and effect from and after its passage, 


and any and all necessary approval by the Mayor and due legal publication thereof. 


Council Member 


APPROVED AS TO FORM 
AND LEGALITY 


J. TIMOTHY McCAULAY, CITY ATTORNEY 
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BILL NO. G-96-11-42 (AS AMENDED) 


GENERAL ORDINANCE NO. 2 27-G6 


AN ORDINANCE AMENDING TITLE 15, CHAPTER 156: 

"SWIMMING POOLS AND BEACHES," SECTIONS 156.25, 

156.26, 156.27 and 156.32 OF THE CITY OF FORT WAYNE 

CODE OF ORDINANCES. 

NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL OF 
THE CITY OF FORT WAYNE, INDIANA: 

Section 1. That Sections 156.25, 156.26, 156.27 and 156.32 of Chapter 156, 


Title 15 of the City of Fort Wayne, Indiana, Code of Ordinances be amended as follows: 


Section 156.25 of Chapter 156, Title 15 of the City of Fort Wayne, Indiana, Code of Ordinances 
be amended as follows: 


§ 156.25 DEFINITIONS. 
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For the purpose of this subchapter, the following definitions shall be added and apply 


unless the context clearly indicates or requires a different meaning. 


HOT TUB OR SPA means a hydrotherapy unit used primarily for therapeutic or 
relaxation purposes which is not drained, cleaned or refilled for each individual use. It 


does not apply to any hot gr spa used in a medical treatment facility which is: 


1. Under the direct supervision of qualified medical personnel; and 


2. Drained after each use. 





PUBLIC means used by persons other than the owner of a private single family 
residence, members of its household and house guests. 


SWIMMING POOL shall mean any structure, basin, chamber, or tank containing a 
body of water for swimming, diving, therapeutic, or recreational bathing. "Swimming 
pool" shall also include hot tubs, spas, auxiliary structures including dressing and locker 
rooms, toilets, showers, and other areas and enclosures that are intended for the use 
of persons using the pool, but shall not include pools and auxiliary structures and 
equipment at private single family residences intended only for the use of the Owner, 
his household, and house guests. 


Section 156.26 of Chapter 156, Title 15 of the City of Fort Wayne, Indiana, Code of Ordinances 
be amended as follows: 


8 156.26 PERMIT REQUIREMENTS 


(A) Nothing in this ordinance shall be construed as applying to any swimming, wading 
pool, hot tub or spa maintained by an individual for the sole use of his household 
and house guests or to a pool in a hospital or health facility approved by the State 
Board of Health, which pool is used for individual therapy only and is drained and 
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BILL NO. G-96-11- f 
GENERAL ORDINANCE NO. 


AN ORDINANCE AMENDING TITLE 15, CHAPTER 156: 
“SWIMMING POOLS AND BEACHES," SECTIONS 156.25, 
156.26 and 156.27 OF THE CITY OF FORT WAYNE CODE 
OF ORDINANCES. 


NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL OF 
THE CITY OF FORT WAYNE, INDIANA: 

Section 1. That Sections 156.25, 156.26 and 156.27 of Chapter 156, Title 15 
of the City of Fort Wayne, Indiana, Code of Ordinances be amended as follows: 


Section 156.25 of Chapter 156, Title 15 of the City of Fort Wayne, Indiana, Code of Ordinances 
be amended as follows: 


§ 156.25 DEFINITIONS. 


For the purpose of this subchapter, the following definitions shall be added and apply 
unless the context clearly indicates or requires a different meaning. 


HOT TUB OR SPA means a hydrotherapy unit used primarily for therapeutic or 
relaxation purposes which is not drained, cleaned or refilled for each individual use. It 
does not apply to any hot or spa used in a medical treatment facility which is: 


1. Under the direct supervision of qualified medical personnel; and 


2. Drained after each use. 


PUBLIC means used by persons other than the owner of a private single family 
residence, members of its household and house quests. 


SWIMMING POOL shall mean any structure, basin, chamber, or tank containing a 
body of water for swimming, diving, therapeutic, or recreational bathing. "Swimming 
pool" shall also include hot tubs, spas, auxiliary structures including dressing and locker 
rooms, toilets, showers, and other areas and enclosures that are intended for the use 
of persons using the pool, but shall not include pools and auxiliary structures and 
equipment at private single family residences intended only for the use of the Owner, 
his household, and house guests. 


Section 156.26 of Chapter 156, Title 15 of the City of Fort Wayne, Indiana, Code of Ordinances 
be amended as follows: 


§ 156.26 PERMIT REQUIREMENTS 


(A) Nothing in this ordinance shall be construed as applying to any swimming, wading 
pool, hot tub or spa maintained by an individual for the sole use of his household 
and house guests or to a pool in a hospital or health facility approved by the State 
Board of Health, which pool is used for individual therapy only and is drained and 
filled prior to each individual use. 


(E) Hot tubs or spas which are operated and equipped with a separate filtration system 
shall be subject to an annual permit fee of Four Hundred Dollars ($400.00) which 


shall be submitted with the initial or annual permit renewal application. 


(H) In addition, a fee of fifty dollars ($50.00) is to be paid for each additional swimming 
pool, hot tub or spa operated by the same Owner at the same address which is 
equipped with separate filtration and disinfection systems. 


filled prior to each individual use. 


(E) Hot tubs or spas which are operated and equipped with a separate filtration system 
shall be subject to an annual permit fee of Four Hundred Dollars ($400.00) which 


shall be submitted with the initial or annual permit renewal application. 


(H) In addition, a fee of fifty dollars ($50.00) is to be paid for each additional swimming 
pool, hot tub or spa operated by the same Owner at the same address which is 
equipped with separate filtration and disinfection systems. 


Section 156.27 of Chapter 156, Title 15 of the City of Fort Wayne, Indiana, Code of Ordinances 
be amended as follows: 
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§156.27 CONSTRUCTION, SANITATION, AND OPERATION REQUIREMENTS 





(D) 


(H) 


(1) 


(J) 


The continued use of a wooden hot tub or spa which was installed prior to the 
effective date of this rule shall be permitted provided that it is maintained in a 
sanitary condition. The installation of a wooden hot tub or spa after the 
effective date of this rule shall not be permitted. 


A_pool that does not meet the applicable bacteriological quality standards 
enumerated in Rule 4.10 IAC 6-2 and Rule 675 IAC 20, as amended, shall be 


deemed a health hazard and shall constitute qrounds for closure. 





Bacteriological sampling shall start at least three days prior to the opening of a 
swimming pool. 


All circulated water in a spa and hot tub shall go through a filtration system and 


an erosion type mechanical chemical feeder prior to injection into the spa or 
hot tub. 


When chlorine is used in a spa or hot tub, a free chlorine residual of at least 
three (3.0) mg/l shall be maintained throughout the spa or hot tub water. When 
other halogens are used, residuals of equivalent disinfecting strength shall be 
maintained. When other residue disinfectant level falls below the minimum 


designated level, the public spa or hot tub shall be closed and kept free of 
bathers until the minimum level has been restored. 


The temperature of a spa or hot tub shall not exceed one hundred four 
degrees fahrenheit (104F.) or forty degrees celsius (40C.) A thermometer 
capable of accurately measuring temperatures in the range of eighty degrees 
fahrenheit (80F.) or twenty seven degrees celsius (27C.) to one hundred 
twenty degrees fahrenheit (120F.) or forty nine degrees celsius (49C.) shall be 
provided at each spa or hot tub facility. The thermostat controlling the water 
temperatures of a spa or hot tub shall be located in such a way that it cannot 
be adjusted by customers while seated in the spa or hot tub. 


Visible dirt at the bottom of a spa or hot tub shall be removed every twenty four 
hours or more frequently as required. Scum or floating matter on a spa or hot 
tub surface shall be removed continuously by skimming, flushing, or other 
effective means. A spa or hot tub shall be drained and scrubbed with a 
disinfectant agent at least once every two weeks or more frequently if there are 
indications of poor water quality or clarity. The deck and cover of a spa or hot 
tub shall be cleaned and scrubbed with a disinfecting agent at least once every 
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week. Such disinfecting agent shall be compatible with other pool chemicals 
used and have a concentration when applied which is equivalent to one 
hundred (100) mg/| available chlorine. 


Daily operating records shall be maintained and recorded each day while the 
spa or hot tub is open for use. It shall include the following: total bather loads 
water temperature, volume of fresh water added, operating periods of 
recirculating pumps and filters and corresponding rate of flow meter readings, 
amounts and types of chemicals used, disinfectant residual, pH readings, 
maintenance and malfunction of equipment, if any, results of bacteriological 
examinations and reports of accidents, injuries, illness or complaints related to 
spa or hot tub operation. Operators shall keep daily operating records for a 
minimum of one year. Daily operating records shall be open to inspection by 
the Health Commissioner and weekly summaries of these records shall be 
submitted to the Department on forms prepared by the Health Commissioner. 


Section 156.32 of Chapter 156, Title 15 of the City of Fort Wayne, Indiana, Code of Ordinances 
be amended as follows: 


§ 156.32 SUPERVISION. 


© The supervision requirements of 156.32 shall not be applicable in those situations 
where a hot tub or spa exists independently without an associated swimming pool. 


Section 2. That this Ordinance shall be in full force and effect from and after its passage, and 


any and all necessary approval by the Mayor and due legal publication thereof. 


APPROVED AS 
AND LEGALITY 


Council Member 


TO FORM 


J. TIMOTHY McCAULAY, CITY ATTORNEY 
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BILL NO. G-96-11- / Ps) 


GENERAL ORDINANCE NO. 


AN ORDINANCE AMENDING TITLE 15, CHAPTER 156: 
"SWIMMING POOLS AND BEACHES," SECTIONS 156.25, 
156.26 and 156.27 OF THE CITY OF FORT WAYNE CODE 
OF ORDINANCES. 


NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL OF 
THE CITY OF FORT WAYNE, INDIANA: 

Section 1. That Sections 156.25, 156.26 and 156.27 of Chapter 156, Title 15 
of the City of Fort Wayne, Indiana, Code of Ordinances be amended as follows: 


Section 156.25 of Chapter 156, Title 15 of the City of Fort Wayne, Indiana, Code of Ordinances 
be amended as follows: 


§ 156.25 DEFINITIONS. 


For the purpose of this subchapter, the following definitions shall be added and apply 
unless the context clearly indicates or requires a different meaning. 


HOT TUB OR SPA means a hydrotherapy unit used primarily for therapeutic or 
relaxation purposes which is not drained, cleaned or refilled for each individual use. It 
does not apply to any hot or spa used in a medical treatment facility which is: 


1. Under the direct supervision of qualified medical personnel; and 


2. Drained after each use. 


PUBLIC means used by persons other than the owner of a private single family 
residence, members of its household and house guests. 


SWIMMING POOL shall mean any structure, basin, chamber, or tank containing a 
body of water for swimming, diving, therapeutic, or recreational bathing. "Swimming 
pool" shall also include hot tubs, spas, auxiliary structures including dressing and locker 
rooms, toilets, showers, and other areas and enclosures that are intended for the use 
of persons using the pool, but shall not include pools and auxiliary structures and 
equipment at private single family residences intended only for the use of the Owner, 
his household, and house guests. 


Section 156.26 of Chapter 156, Title 15 of the City of Fort Wayne, Indiana, Code of Ordinances 
be amended as follows: 


§ 156.26 PERMIT REQUIREMENTS 


(A) Nothing in this ordinance shall be construed as applying to any swimming, wading 
pool, hot tub or spa maintained by an individual for the sole use of his household 
and house guests or to a pool in a hospital or health facility approved by the State 
Board of Health, which pool is used for individual therapy only and is drained and 
filled prior to each individual use. 


(E) Hot tubs or spas which are operated and equipped with a separate filtration system 
shall be subject to an annual permit fee of Four Hundred Dollars ($400.00) which 
shall be submitted with the initial or annual permit renewal application. 


(H) In addition, a fee of fifty dollars ($50.00) is to be paid for each additional swimming 
pool, hot tub or spa operated by the same Owner at the same address which is 
equipped with separate filtration and disinfection systems. 
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Section 156.27 of Chapter 156, Title 15 of the City of Fort Wayne, Indiana, Code of Ordinances 
be amended as follows: 


§156.27 CONSTRUCTION, SANITATION, AND OPERATION REQUIREMENTS 


(D) 


(E) 


The continued use of a wooden hot tub or spa which was installed prior to the 
effective date of this rule shall be permitted provided that it is maintained in a 
sanitary condition. The installation of a wooden hot tub or spa after the 
effective date of this rule shall not be permitted. 


A pool that does not meet the applicable bacteriological quality standards 
enumerated in Rule 4.10 IAC 6-2 and Rule 675 IAC 20, as amended, shall be 


deemed a health hazard and shall constitute grounds for closure. 


Bacteriological sampling shall start at least three days prior to the opening of a 
swimming pool. 


All circulated water in a spa and hot tub shall go through a filtration system and 


an erosion type mechanical chemical feeder prior to injection into the spa or 
hot tub. 





When chlorine is used in a spa or hot tub, a free chlorine residual of at least 
three (3.0) mg/l shall be maintained throughout the spa or hot tub water. When 
other halogens are used, residuals of equivalent disinfecting strength shall be 
maintained. When other residue disinfectant level falls below the minimum 


desiqnated level, the public spa or hot tub shall be closed and kept free of 
bathers until the minimum level has been restored. 


The temperature of a spa or hot tub shall not exceed one hundred four 
degrees fahrenheit (104F.) or forty degrees celsius (40C.) A thermometer 
capable of accurately measuring temperatures in the range of eighty degrees 
fahrenheit (80F.) or twenty seven degrees celsius (27C.) to one hundred 
twenty degrees fahrenheit (120F.) or forty nine degrees celsius (49C.) shall be 
provided at each spa or hot tub facility. The thermostat controlling the water 
temperatures of a spa or hot tub shall be located in such a way that it cannot 
be adjusted by customers while seated in the spa or hot tub. 


Visible dirt at the bottom of a spa or hot tub shall be removed every twenty four 
hours or more frequently as required. Scum or floating matter on a spa or hot 
tub surface shall be removed continuously by skimming, flushing, or other 
effective means. A spa or hot tub shall be drained and scrubbed with a 
disinfectant agent at least once every two weeks or more frequently if there are 
indications of poor water quality or clarity. The deck and cover of a spa or hot 
tub shall be cleaned and scrubbed with a disinfecting agent at least once every 
week. Such disinfecting agent shall be compatible with other pool chemicals 
used and have a concentration when applied which is equivalent to one 
hundred (100) mg/l available chlorine. 


Daily operating records shall be maintained and recorded each day while the 
spa or hot tub is open for use. It shall include the following: total bather loads 
water temperature, volume of fresh water added, operating periods of 
recirculating pumps and filters and corresponding rate of flow meter readings, 
amounts and types of chemicals used, disinfectant residual, pH readings, 
maintenance and malfunction of equipment, if any, results of bacteriological 
examinations and reports of accidents, injuries, illness or complaints related to 


Oo oo I na oar wn 


Dm MMM NY NN NY DY NY HY SYP KP BSP BP he H e hH bm 
Oo OA SAA ONE CHO ANH DT FF WOW NY KF SO 


o 
> 


spa or hot tub operation. Operators shall keep daily operating records for a 
minimum of one year. Daily operating records shall be open to inspection by 


the Health Commissioner and weekly summaries of these records shall be 
submitted to the Department on forms prepared by the Health Commissioner. 


Section 2. That this Ordinance shall be in full force and effect from and after its passage, and 
any and all necessary approval by the Mayor and due legal publication thereof. 


Se oc ee 


Council Member 


APPROVED AS TO FORM 
AND LEGALITY 


Tec, M 


J. TIMOTHY AULAY, CITY ATTORNEY 


The City of Fort Wayne 


Paul Helmke, Mayor 





Memorandum 


To: MEMBERS OF COMMON COUNCIL 

From: J. TIMOTHY MCCAULAY, CORPORATION COUNSEL 

Date: November 19, 1996 

Re: ORDINANCE AMENDING TITLE 15, CHAPTER 156; “SWIMMING POOLS AND 
BEACHES,” SECTIONS 156.25, 156.26 AND 156.27. 





Over the last year, the Board of Public Health has received numerous complaints pertaining to the 
lack of maintenance and unsanitary conditions of public spas and hot tubs. The existing ordinance 
will be amended to set regulations and acceptable standards for the operation of public spas and hot 
tubs. 


1 E Main Street Fort Wayne, Indiana 46802-1804 


An Equal Opportunity Employer 
q pp y p y oC ssam 


DIGEST SHEET 


TITLE OF ORDINANCE GENERAL ORDINANCE 
DEPARTMENT REQUESTING ORDINANCE LAW DEPARTMENT/BOARD OF 


HEALTH 


SYNOPSIS OF ORDINANCE AMENDS TITLE 15, CHAPTER 156: “SWIMMING 





POOLS AND BEACHES,” SECTIONS 156.25, 156.26 AND 156.27 OF THE CITY OF 





FORT WAYNE CODE OF ORDINANCES. SETS OPERATION STANDARDS AND 





PERMIT REQUIREMENTS FOR PUBLIC SPAS AND HOT TUBS. 





EFFECT OF PASSAGE CHAPTER 156 OF THE CODE OF ORDINANCES IS 
AMENDED. 





EFFECT OF NON-PASSAGE _CODE OF ORDINANCES IS NOT AMENDED. 


MONEY INVOLVED (DIRECT COSTS, EXPENDITURES, SAVINGS) 


ASSIGNED TO COMMITTEE (PRESIDENT) 





Read the first time in full and on motion by. DAEA 3 
and duly adopted, time by title and refer to the 


Committee on ty Plan Commission 
legal notice, at 
the Common Council Council Conferen Room 128, C y Building, Fort 
Wayne,, Indiana, on e the day of 

5 .9 e at : o/clock 












M.,E.S.T. 


å We EEF 
DATED: JP 267 sper a ce FAR 


SANDRA E. KENNEDY, CITY CLERK 
Read the third time in full amon motion by > 
and duly adopted, placed on its passage. PASSED Test 
by the following vote: 
AYES NAYS ABSTAINED ARSENT': 


TOTAL VOTES 7 
BENDER e 
CRAWFORD e~ 
EDMONDS ær 
HALL Cc 

—  HAYIIURST Dr 
ao 
go 
a 


HENRY 
LUNSEY 


| 


RAVINE 
SCHMIDT i i 


* DATED: Ea Z- re 


Passed and adopted by the Common Council of the City of Fort Wayne, 





s 


ro 
7 CMS ERE S Z A 


qlee mlt pee 


SANDRA E. KENNEDY, CLEN CLERK 





Indiana, as ( Dp. ION) (GENERAL) 


(SPEet (ZON ) ORDINANCE RESOLUTION, NO. på a F- 


on de Frid) dlr Gay of TE s£ 
ATTEST: . (SE 
A E VEE, ee C) 5 


SANDRA E. KENNEDY, CITY CLERK yE RESIDING OFFICE 








Presented by me to the Mayor of the City of Fort Wayne, Indiana, on 


the tett day of __ , 19 AA i 


at the hour of SE ‘clock ØL ELS. 
. i = < EA på An 
~. . SANDRA &. KENNEDY, ON CLERK 7 


Approved and signed by me this Sk day of z abw i 
19 ML , at the hour of TE -3> TE i LE] *cloc | Mey DeSeT: 
Mu 


PAUL, URTMKE , -MAYOR 
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BILL NO. -96-11-42 ( & ton ted.) 


REPORT OF THE COMMITTEE ON 
REGULATIONS 
REBECCA J. RAVINE - THOMAS E. HAYHURST - CO-CHAIR 
ALL COUNCIL MEMBERS 


WE, YOUR COMMITTEE ON REGULATIONS TO WHOM WAS 


REFERRED AN (ORDINANCE) (RESOUBPVON) amending Title 15, Chapter 156; 


"Swimming Pools and Beaches" 


























HAVE HAD SAID (ORDINANCE) (RØSAKYPYON) UNDER CONSIDERATION 
AND BEG LEAVE TO REPORT BACK TO THE COMMON COUNCIL THAT SAID 
(ORDINANCE) ( RAAAKARAKAN ) 


DO PASS DO NOT PASS ABSTAIN NO REC 





DATED: DE IE 


Sandra E. Kennedy 
City Clerk 


THE CITY OF FORT WAYNE 


CITY-COUNTY BUILDING * ROOM 122 * FORT WAYNE, INDIANA 46802 + 219-427-1221 





SANDRA E. KENNEDY. CITY CLERK 
December 12, 1996 


Ms. Connie Lambert 

Fort Wayne Newspapers, Inc. 
600 West Main Street 

Fort Wayne, IN 46802 


Dear Ms. Lambert: 


Please give the attached full coverage on the date of December 16, 
1996, in both the News Sentinel and Journal Gazette. 


RE: Legal Notice for Common Council 
of Fort Wayne, IN 


Bill No. G-96-11-42 (as amended) 
Swimming Pools and Beaches 


Bill No. G-96-11-47 (as amended) 
(as amended) 

Public Assemblies, Parades, 
Neighborhood Association Parades 
and Block Parties 


Please send us 3 copies of the Publisher’s Affidavit from both 
newspapers. 


Thank you. 
Sincerely yours, 


PT 


Sandra E. Kennedy p 
City Clerk 


SEK/ne 
ENCL: 2 


AN EQUAL OPPORTUNITY EMPLOYER 
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Notice is hereby given that on the 3rd d 
ay of 
December 
såg 96 , the Common Council of the City 
Of Fort Wayne, Indiana, in å Special Session did 
7 id pass 
the following Bill Ne. G-96-11-42 (as amended) 


Ordinance No. -29-96 


a 


General 


to-wit: 


GENERAL ORDINANCE NO. G-29-96 


AN ORDINANCE AMENDING TITLE 15, CHAPTER 156: 
“SWIMMING POOLS AND BEACHES," SECTIONS 156.25, 
156.26, 156.27 and 156.32 OF THE CITY OF FORT 
WAYNE CODE OF ORDINANCES. 


| 
BILL NO. G-96-11-42 (AS AMENDED) 


NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL OF 





THE CITY OF FORT WAYNE, INDIANA: 


Section 1. That Sections 156.25, 156.26, 456.27 and 156.32 of Chapter 156, 


Title 15 of the City of Fort Wayne, Indiana, Code of Ordinances be amended as follows: 


i] Section 156.25 of Chapter 156, Title 15 of the City of Fort Wayne, Indiana, Code of 
d Ordinances be amended as follows: 


8 156.25 DEFINITIONS. 


For the purpose of this subchapter, the following definitions shall be added and apply 
unless the context clearly indicates or requires a different meaning. 


HOT TUB OR SPA means a hydrotherapy unit used primarily for therapeutic or 
relaxation purposes which is not drained. cleaned or refilled for each individual use. 
It does not apply to any hot tub or spa used in a medical treatment facility which is: 




















1. Under the direct supervision of qualified medical personnel; and 





Drained after each use. 





PUBLIC means used by persons other than the owner of a private single family 
residence, members of its household and house quests. 








SWIMMING POOL shall mean any structure, basin, chamber, or tank containing a 
body of water for swimming, diving, therapeutic, or recreational bathing. "Swimming 
pool" shall also include hot tubs, spas, auxiliary structures including dressing and 
locker rooms, toilets, showers, and other areas and enclosures that are intended for 
the use of persons using the pool, but shall not include pools and auxiliary structures 
and equipment at private single family residences intended only for the use of the 
Owner, his household, and house guests. 


Section 156.26 of Chapter 156, Title 15 of the City of Fort Wayne, Indiana, Code of 
Ordinances be amended as follows: 


I 8 156.26 PERMIT REQUIREMENTS 


Nothing in this ordinance shall be construed as applying to any swimming, wading 
pool, hot tub or spå maintained by an individual for the sole use of his household 
and house guests or to a pool in a hospital or health facility approved by the 

i State Board of Health, which pool is used for individual therapy only and is 
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drained and filled prior to each individual use. 


Hot tubs or spas which are operated and equipped with a separate filtration system 


(H) 


shall be subject to an annual permit fee of Four Hundred Dollars ($400.00) which 
shall be submitted with the initial or annual permit renewal application. 


In addition, a fee of fifty dollars ($50.00) is to be paid for each additional 
swimming pool, hot tub or spa operated by the same Owner at the same 
address which is equipped with separate filtration and disinfection systems. 


Section 156.27 of Chapter 156, Title 15 of the City of Fort Wayne, Indiana, Code of 


Ordinances be amended as follows: 


§156.27 CONSTRUCTION, SANITATION, AND OPERATION REQUIREMENTS 


(D) 


(J) 


The continued use of a wooden hot tub or spa which was installed prior to 
the effective date of this rule shall be permitted provided that it is maintained 
in a sanitary condition. The installation of a wooden hot tub or spa after the 
effective date of this rule shall not be permitted. 


A pool that does not meet the applicable bacteriological quality standards 
enumerated in Rule 4.10 IAC 6-2 and Rule 675 IAC 20, as amended, shall 


be deemed a health hazard and shall constitute grounds for closure. 


Bacteriological sampling shall start at least three days prior to the opening 
of a swimming pool. 


All circulated water in a spa and hot tub shall go through a filtration system 
and an erosion type mechanical chemical feeder prior to injection into the 
spa or hot tub. 


When chlorine is used in a spa or hot tub, a free chlorine residual of at least 
three (3.0) mg/l shall be maintained throughout the spa or hot tub water. 
When other halogens are used, residuals of equivalent disinfecting strength 


shall be maintained. When other residue disinfectant level falls below the 


minimum designated level, the public spa or hot tub shall be closed and kept 


free of bathers until the minimum level has been restored. 





The temperature of a spa or hot tub shall not exceed one hundred four 
degrees fahrenheit (104F.) or forty degrees celsius (40C.) A thermometer 
capable of accurately measuring temperatures in the range of eighty degrees 
fahrenheit (80F.) or twenty seven degrees celsius (27C.) to one hundred 
twenty degrees fahrenheit (120F.) or forty nine degrees celsius (49C.) shall 
be provided at each spa or hot tub facility. The thermostat controlling the 
water temperatures of a spa or hot tub shall be located in such a way that 
it cannot be adjusted by customers while seated in the spa or hot tub. 


Visible dirt at the bottom of a spa or hot tub shall be removed every twenty 
four hours or more frequently as required. Scum or floating matter on a spa 
or hot tub surface shall be removed continuously by skimming, flushing, or 
other effective means. A spa or hot tub shall be drained and scrubbed with 
a disinfectant agent at least once every two weeks or more frequently if there 
are indications of poor water quality or clarity. The deck and cover of a spa 





‘ | i or hot tub shall be cleaned and scrubbed with a disinfecting agent at least 
once every week. Such disinfecting agent shall be compatible with other 


| pool chemicals used and have a concentration when applied which is 
| equivalent to one hundred (100) mg/l available chlorine. 


| Daily operating records shall be maintained and recorded each day while the spa or 
| hot tub is open for use. It shall include the following: total bather loads 
! water temperature, volume of fresh water added, operating periods of 
g recirculating pumps and filters and corresponding rate of flow meter readings 
N amounts and types of chemicals used, disinfectant residual, pH readings 
J maintenance and malfunction of equipment, if any, results of bacteriological 
| 











examinations and reports of accidents, injuries, illness or complaints related 
j! to spa or hot tub operation. Operators shall keep daily operating records for 
e a minimum of one year. Daily operating records shall be open to inspection 
by the Health Commissioner and weekly summaries of these records shall 
be submitted to the Department on forms prepared by the Health 


Commissioner. 
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Section 156.32 of Chapter 156, Title 15 of the City of Fort Wayne, Indiana, Code of 
10 Ordinances be amended as follows: 


l1 i § 156.32 SUPERVISION. 


12 ! © The supervision requirements of 156.32 shall not be applicable in those situations 
where a hot tub or spa exists independently without an associated swimming pool. 





14 Section 2. That this Ordinance shall be in full force and effect from and after its passage, 


15 i and any and all necessary approval by the Mayor and due legal publication thereof. 


ip Thomas E. Hayhurst 


Council Member 


Read the third time in full and on motion by Hayhurst, and duy adopted, 
placed on its passage. PASSED by the following vote: 


AYES: Nine 
Bender, Crawford, Edmonds, Hall, Hayhurst, 
Henry, Lunsey, Ravine, Schmidt 

NAYS: None 

ABSENT: None 

ABSTAINED: None 


DATED: 12-3-96 Sandra E. Kennedy 
City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 
as General Ordinance No. G-29-96 on the 3rd day of December, 1996 


ATTEST SEAL 
Sandra E. Kennedy D.J. Schmidt 
City Clerk Presiding Officer 


Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the 4th 
day of December, 1996, at the hour of 11:45 o'clock A.M.,E.S.T. 


Sandra E. Kennedy 
City Clerk 


Approved and signed by me this 5th day of December, 1996, at the hour of 
3:30 0 Clock EE 


Paul Helmke 
Mayor 


The Clerk of the City of Fort Wayne, Indiana do hereby cer 
i a 


T 
ee the above and foregoing is a full, true and complete copy of 


General Ordinance No. -29-96 7 

L “encra ooo G-< : 

passed by the Common Council on the 3rd day of 
December eo 96 , and that said Ordinance was 

GE December: M SES ee OGRE 

dulv signed and approved by the Mayor on the 5th day of 
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PUBLISHER’S CLAIM 


Display Matter (Must not exceed two actual lines, neither of which shall total 
more than four solid lines of type in which the body of the advertisement is set) 
-- number of equivalent lines 


Head -- number of lines 


Body -- number of lines 


Tail -- number of lines 


Total number of lines in notice 





COMPUTATION OF CHARGES 





245 lines, 1 
at —+346 cents per line 


Additional charge for notices containing rule or tabular work 





columns wide equals 245 equivalent lines 


(50 percent of above amount) 


Charge for extra proofs of publication ($1.00 for each proof in excess of two) 


TOTAL AMOUNT OF CLAIM 


DATA FOR COMPUTING COST 
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otice is hereby given that on the 3rd day of Decem- 
er 1996, the Common Council of the City of Fort 
layne, Indiana, in & Special Session did pass the 
lowing Bill No, G-96-11-42 (as amended) General 
rdinance No, G-29-96 to-wit: 


ILL NO, G-96-11 42 (AS AMENDED) . 
ENERAL ORDINANCE NO. G-29-96 


N ORDINANCE AMENDING TITLE. 15, CHAPTER 
56: "SWIMMING POOLS AND BEACHES," SEC- 
IONS 156.25, 156.26, 156.27 and 156.32 OF THE 
ITY OF FORT WAYNE CODE OF ORDINANCES. 


OW, THEREFORE, BE IT ORDAINED BY THE 
OMMON COUNCIL OF THE CITY OF FORT 
JAYNE, INDIANA: 


ection 1. That Sections 156.25, 156.26, 156.27 
nd 156.32 of Chapter 156, Title 15 of the City of 
ort Wayne, Indiana, Code of Ordinances be amend- 
d as follows: p 

ection 156.25 of Chapter 156, Title 15 of the City 
f Fort Wayne, Indiana, Code of Ordinances be 
mended as follows: g 


ub-Section 156.25 DEFINITIONS. 


or the purpose’ of this subchapter, the following 
efinitions shall be added and apply unless the con- 
xt Clearly indicates or requires a different meaning. 


IOT TUB OR SPA means a hydrotherapy unit used 
rimarily for therapeutic or relaxation purposes 
hich is not drained, cleaned or refilled for each indi- 
idual use. It does not apply to any hot tub or spa 
sed in a medical treatment facility which is: 


. Under the direct supervision of qualified medical 
ersonnel; and å 


naint, 


rained after each use. 


UBLIC means used by persons other than the own- 
r.of a private single family residence, members of its 
ousehold and house guests. 


WIMMING POOL shall mean any structure, basin, 
hamber, or tank containing a body of water for 
wimming, diving, therapeutic, or recreational bath- 
18. "Swimming pool" shall also include hot tubs, spas, 
uxiliary structures including dressing and locker 
oms, toilets, showers, and other areas and enclo- 
ures that are intended for the use of persons using 
re pool, but shall not include pools and auxiliary 
tructures and equipment at private single family res- 
fences intended only for the use of the Owner, his 
ousehold, and house guests. Å 


ection 156.26 of Chapter 156, Title 15 of the City 
f Fort Wayne, Indiana, Code of Ordinances be 
mended as follows: ; 


ub Section 156.26 PERMIT REQUIREMENTS 


othing in this ordinance shall. be construed as ap- 
lying to any swimming, wading pool, hot tub or spa 
taintained by an individual for the sole use of his 
ousehold and house guests or to a pool in a hospi- 
il or health facility approved by the State Board of 
lealth, which pool is used for individual therapy only 
nd is drained and filled prior to each individual use. 


lot tubs or spas which are operated and eanippec 
‘ith a separate filtration system shall be subject to 
n annual permit fee of Four Hundred Dollars 
$400.00) which shall be ‘submitted with the initial 


r annual narmit ranawal annliratinn 


(H) In addition, a fee of fifty dollars ($50.00) is to 
be paid for each additional Swimming ool, hot tub 
or spa operated by ‘the same Owner at the same ad- 
dress which is equipped with separate filtration and 
disinfection systems, 


Section 156.27 of Chapter 156, Title 15 of the City 
of Fort Wayne, Indiana, Code of Ordinances be 
amended as follows: 


Sub Section 156.27 CONSTRUCTION, SANITA- 
TION, AND OPERATION REQUIREMENTS 


(D) The continued use of a wooden hot tub or spa 
which was installed prior to the effective date of this 
tule shall be Permitted provided that it is maintained 
in a sanitary condition. The installation of a wooden 
hot tub or spa after the effective date of this rule 
shall not be permitted. 


(E)A pool: that does not meet the applicable bacte- 
iological quality standards enumerated in Rule 4.10 
IAC 6-2 and Rule 675 IAC 20, as amended, shall be 
deemed a health hazard and Shall constitute grounds 
for closure. 


ah} 
(F) Bacteriological sampling shall start at least three 
gas pror to the opening of a swimmi 





(G) All circulated water in a spa and hot tub shall go 
through a. fiitration system and an erosion type me- 
chánical chemical feeder prior to injection into the 
spa or hot tub. 


(H) When chlorine is used in a spa`or hot tub, a free 
chlorine residual of at least three (3.0) mg/l shall be 
maintained throughout the spa or hot tub water. 
When other halogens are used, residuals of equiva- 
lent disinfecting strength shall be maintained. When 
other residue disinfectant level falls below the mini- 


mum designated level, the peiie spa or hot tub shall ` 


be closed and kept free of bathers until the minimum 


level has been restored. 


(1) The temperature of a spa or hot tub shall not ex- ` 


ceed one hundred four degrees fahrenheit (104F.) 
or forty degrees celsius (40C.) A thermometer ca- 
pable of accurately measuring temperatures in the 
range of eighty degrees fahrenheit (80F.) or twenty 
seven degrees celsius (27C.) to one hundred twenty 
degrees fahrenheit (120F.) or forty nine degrees 
celsius (49C.) shall be provided at each spa or hot 
tub facility. The thermostat controlling the water 
temperatures of a spa or hot tub shall be located in 
such a way that it cannot be adjusted by customers 
while seated in the spa or hot tub. 


(J) Visible dirt at the bottom of a spa or hot tub 
shall. be removed every twenty four hours or more 
frequently as required. Scum or We matter on a 
spa or hot tub surface shall be removed continuous! 
by skimming, flushing, or other effective means. 

spa or hot tub shall be drained and scrubbed with a 


disinfectant agent at least once every two weeks or 


more frequently if there are indications of poor water 
quality or clarity. The deck and cover of a spa or hot 
tub shall be cleaned and scrubbed with a disinfect- 
ing agent at least once every week. Such disinfecting 
agent shall be compatible with other pool chemicals 
used and have a concentration when applied which 
is equivalent to one hundred (100) mg/l available 
chlorine. 

Daily operating records shall be maintained and re- 
corded each day while the spa or hot tub is open for 
use. It shail include the following: total bather loads, 
water temperature, volume of fresh water added, op- 
erating periods of recirculating pumps and filters and 
corresponding rate of flow meter readings, amounts 





ng pool. 
132081 3(PART TOF 2) #223 . 





+ eeu Ir rer LY Se eee 





pH readings, maintenance and malfunction of equip- 
ment, if any, results of bacteriological examinations 
and reports of accidents, injuries, illness or com- 
plaints related to spa or hot tub operation. Operators 
Shall keep daily operating records for a minimum of 
one year. Pally operating records shall be open to in- 
spection by the Health Commissioner and weekly 
summaries of these records shall be submitted to the 
Department on forms prepared by the Health Com- 
issioner, 


Section 156.32 of Chapter 156, Title 15 of the City 
of Fort Wayne, Indiana, Code of Ordinances be 
amended as follows: 


Sub section 156.32 SUPERVISION. 


The supervision requirements of 156.32 shall not be 
applicable in those situations where a hot tub or spa 
exists independently without an associated swim- 
ming pool. = 


Section 2. That this Ordinance shall be in full:force 
and effect from and after its passage, and any and 
all necessary approval by the Mayor and due legal 
publication thereof. \ x 


Thomas E. Hayhurst 

A : Council Member 

freee ihe mid time in fail sand on moron by 

ayhurst, and duly adopted, placed on its passage. 
PASSED by the following vote: ; a P 


AYES: Nine 
Bender, Crawford, Edmonds, Hall, Hayhurst, 
Nave: Lunsey, Ravine, Schmidt 
NAYS: None 
ABSENT: None 
ABSTAINED: None 
DATED: 12-3-96 

Sandra E. Kenned 

City-Cler! 

Passed and adopted by the Common Council of the 
City of Fort Wayne, Indiana, as General Ordinance 
No. G-29-96 on the 3rd day of December, 1996. 
ATTEST 


Sandra E. Kennedy D.J. Schmidt 
City Clerk Presiding Officer 


Presented by me to the Mayor of the City of Fort 
Wayne, Indiana, on the 4th day of December, 1996, 
at the hour of 11:45 o'clock A.M.,E.S.T.. 


Sandra E. Kennedy A 


City Cler! 


Approved and signed by me this 5th day of Decem- 
ber, 1996, at ire hour å 3:30 o'clock PMEST 


Paul Helmke 
Mayor 


I, The Clerk of the City of Fort Wayne, Indiana do 
hereby certify that the above and foregoing is a full, - 


true and complete copy of General Ordinance-+G- 
29-96, passed by the Gro Council on the 3rd 
day of December, 1996, and that said Ordinance 
was duly signed and approved by the Mayor on the 
5th day of December, 1996, and now remains on file 
and on record in my office. , 


WITNESS my hand and official seal of the City of 
oe Indiana, this 5th day of Reset 


SANDRA E. KENNEDY, CITY CLERK 
499001 A (MANTA AF AV anna 


19 1c 


Dr. 
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Display Matter (Must not exceed two actual lines, neither of which shall total 
more than four solid lines of type in which the body of the advertisement is set) 
-- number of equivalent lines 





Head -- number of lines 





Body -- number of lines 
Tail -- number of lines 


Total number of lines in notice 








COMPUTATION OF CHARGES 


245 lines, 4 columns wide equals 245 equivalent lines 
at —+346 cents per line JE I o SE 





Additional charge for notices containing rule or tabular work 
(50 percent of above amount) 
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ems 
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Pursuant to the provisions and penalties of Chapter 155, Acts 1953, 


I hereby certify that the foregoing account is just and correct, that the amount 
claimed is legally due, after allowing all just credits, and that no part of the 
same has been paid. j 





Date: DEC 16 , 19 ØRN Title: 











PUBLISHER'S AFFIDAVIT 


_ State of Indiana ) 
$ ) ss: 
Allen County ) 


Personally appeared before me, a notary public in and for said county and state, the 
JULIE L SMITH 


undersigned  *"-18 b SMIT who, being duly sworn, says that he/ 
she is Clerk of the — The Journal-Gazette newspaper of general 





circulation printed and published in the English language in the (city) (town) of 
Fort Wayne, IN 





in state and county aforesaid, and that the printed matter 





attached hereto is a true copy, which was duly published in said paper for 


Ng 








__ SSS rayororine City of Fort | time — — , the dates of publication being as follows: 
ndiana, on the 4th day of December, 1996, } 
ur of 11:45 o'clock A.M.,E.S.T.. 12-16-96 


Sandra E. Kennedy. 
City Clerk : 


„and signed by me this 5th day of D - 
>, at the hour of 3:30 o'clock PMLEST 









. Paul Helmke 
za Mayor 


ae 
4 Sir 


NUtary Public 






assed by the Common Council on the 3rd 


zord in my office. NOTARY PUBLIC STA 


my hand and official seal of the City of go ALLEN L 
ne, Indiana, this 5th day of December, - MY COMMISSION EX 


SANDRA E. KENNEDY, CITY CLERK 
#329814 (PART 2 OF 2) #223 


My commission expires: 


== 
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GENERAL ORDINANCE NO. G-29-96 


AN. ORDINANCE AMENDING TITLE_15, CHAPTER 
156: "SWIMMING POOLS AND BEACHES," SEC- 
TIONS 156.25, 156.26, 156.27 and 156.32 OF THE 
CITY OF FORT WAYNE CODE OF ORDINANCES. 


NOW, THEREFORE, BE_IT ORDAINED BY THE 
COMMON. COUNCIL OF THE CITY OF FORT 
WAYNE, INDIANA: | 


Section 1. That Sections 156.25, 156.26, 156.27 
ånd 156.32 of Chapter 156, Title 15 of the City of 
Fort Wayne, Indiana, Code of Ordinances be amend- 
éd as follows: 


. Section 156.25 of Chapter 156, Title 15 of the City 
of Fort Wayne, Indiana, Code of Ordinances be 
amended as follows: 


Sub-Section 156.25 DEFINITIONS. 


For: the purpose of this subchapter, the following 
definitions shall be added and apply unless the con- 
text clearly indicates or requires a different meaning. 


HOT. TUB OR SPA means a hydrotherapy unit used 
Primarily for therapeutic or relaxation purposes 
which is not drained, cleaned or refilled for each indi- 
vidual use. It does not apply to any hot tub or spa 
used. in a medical treatment facility which is: 


4. Under the direct supervision of qualified medical 
personnel; and 


4 
Drained after each use. 


amended as follows: ” 


PUBLIC means used by persons other than the own- 
er of a private single family residence, members of its _ 
household and house guests. i 


SWIMMING POOL shall. mean any structure, basin, 
chamber, or. tank containing a body of water for 
swimming, diving, therapeutic, or recreational bath- 
ing. "Swimming pool" shall also include hot tubs, spas, 
auxiliary structures including dressing and locker 
rooms, toilets, showers, and other areas and enclo- 
sures that are. intended for the use of persons using 
the pool, but shall not include pools and auxiliary 
structures and equipment at private single family res- 
idences intended only for the use of the Owner, his 
household, and house guests. 


the City 







Wayne, Indie 


såk Séétion 186.26 


None in this ordinance shall be construed as ap- 
plying fo any swimming, wading pool, hot tub or spa 
maintained by an individual for the sole use of his 
household and house guests or to a pool in a hospi- 
tal or health facility approved by the State Board of 
Health, which pool is used for individual therapy only 
and is drained and filled prior to each individual use. 


Hot tubs or spas which are operated and enuipped 
with a separate filtration system shall be subject to 
an annual pemi fee of Four Hundred Dollars 
($400.00) which shall be submitted with the initial 


or annual permit renewal application. å 


(H) In addition, a fee ‘of fifty dollars ($50.00) is to 
be paid for each additional swimming ool, hot tub 
or spa operated by the same Owner at the same ad- 
dress Which is equipped with separate filtration and 
disinfection systems. 4 


Section 156.27 of Chapter 156, Title 15 of the City 
of Fort Wayne, Indiana, Code of Ordinances be 
amended as follows: 





nces be 
Phi 


SubSection 156.27 CONSTRUCTION, SANITA- 
TION, AND OPERATION REQUIREMENTS 


(D) The continued. use of a wooden hot tub or spa 
which was installed prior to the effective date of this 
rule shall be Permitted provided that it is maintained 
in a sanitary condition. The installation of a wooden 
hot tub or spa after the effective date of this rule 
shall not be permitted. 


(EJA pool that does not meet the applicable bacte- 
rede ca quality standards enumerated in Rule 4.10 
IAC 6-2 and Rule 675 IAC 20, as amended, shall be 
lie a health hazard and shall constitute grounds 
or closure, 


(F) Bacteriological sampling shall start at least three 
davs prior to the opening of a swimming pool. 
(G) All circulated water in a spa and hot tub shall go 
through a fiitration system and an erosion type me- 
chanical chemical feeder prior to injection into the 
spa or hot tub. ; 


(H) When chlorine is used in a spa or hot tub, a free 
chlorine residual of at least three (3.0) mg/l shall be 
maintained throughout the spa or hot tub water. 
When other halogens are used, residuals of equiva- 
lent disinfecting strength shall be maintained. When 
other residue disinfectant level falls below the mini- 
mum designated level, the public spa or hot tub shall 
be closed and kept free of bathers until the minimum 
level has been restored. 


(I) The temperature of a spa or hot tub shall not ex- 
ceed one hundred four degere fahrenheit (104F.) 
or forty degrees celsius (40C.) A thermometer ca- 
pable of accurately measuring temperatures in. the 
range of eighty degrees fahrenheit (80F.) or twenty 
seven degrees celsius (27C.) to one hundred twenty 
degrees fahrenheit (120F.) or forty nine degrees 
celsius (49C.) shall be provided at each spa or hot 
tub facility. The thermostat controlling the water 
temperatures of a spa or hot tub shall be located in 
such a way that it cannot be adjusted by customers 
while seated in the spa or hot tub. 


(J) Visible dirt at the bottom of a Spå or hot tub 
shall be removed every twenty four hours or more 
frequently as required. Scum or floating matter on a 
spa or hot tub surface shall be removed continuous! 
by skimming, flushing, or other effective means. 
spa or hot tub shall be drained and scrubbed with a 
disinfectant agent at least once every two weeks or 
more frequently if there are indications of poor water 
quality or clarity. The deck and cover of a spa or hot 
tub shall be cleaned and scrubbed with a disinfect- 
ing agent at least once every week. Such disinfecting, 
agent shall be compatible. with other pool chemicals 
used. and have a concentration when applied which 
is equivalent to one hundred (100) mg/l available 
chlorine. ta 


records shall be maintained, and re- 


Daily operatin S 
ay while the-spa or hot tub is open for 


corded. each 
use. It shail include the following: total bather loads, 
water temperature, volume of fresh water added, op- 
erating periods of recirculating pumps and filters and 
corresponding rate of flow meter readings, amounts 
and types of chemicals used, disinfectant residual, 
pH readings, maintenance and malfunction of equip- 
ment, if any, results of bacteriological examinations 
and reports of accidents, injuries, illness or .com- 
plaints related to spa or hot tub operation. Operators 
shall keep daily operating records for a minimum of 
one year. Daily operating records shall be open to in- 
spection by the Health Commissioner and Weekly 
summaries of these records shall be submitted to the 
Department on forms prepared by the Health Com- 
missioner. PS APS ME N 


Section 156.32 of Chapter 156, Title 15 of the City 
of Fort Wayne, Indiana, Code of Ordinances be 


amandad ac fallawe: 


Bene, Lunsey, Ravine, Schmidt 
NAYS: None å 
ABSENT: None 

ABSTAINED: None 

DATED: 12-3-96 


Sandra E. em 
City Cler! 


Passed and adopted by the Common Council of the 
City of Fort Wayne, Indiana, as General Ordinance 
No. G-29-96 on the 3rd day of December, 1996. 


ATTEST 


Sandra E. Kennedy 
City Clerk 
Presented by me to the Mayor of the City of Fort 
Wayne, Indiana, on the 4th day of December, 1996, 
at the hour of 11:45 o'clock A.M.,E.S.T. 


Sandra E; Kennedy 
City Clerl 


D.J. Schmidt 
Presiding Officer 


Approved and signed by me this 5th gay of Decem- 
ber, 1996, at the hour of 3:30 o'clock P.M.,E.S.T. 


Paul Helmke 
jayor 


I, The Clerk of the City of Fort Wayne, Indiana do 
hereby certify that the above and foregoing is a full, 
true and complete copy of General Ordinance G- 
29-96, pa by the Common Council on the 3rd 
day of December, 1996, and that said Ordinance 
was duly signed and approved by the Mayor on the 
5th day of December, 1996, and now remains on file 
and on record in my office. 


WITNESS. my hand and official seal of the City of 
fon Wayne; Indiana, this 5th day of December, 


SANDRA E. KENNEDY, CITY CLERK 
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Dr. 
(Governmental Unit) P.O. Box 100 
; Fort Wayne, IN 
ALLEN County, Indiana 
PUBLISHER’S CLAIM 
LINE COUNT 


Display Matter (Must not exceed two actual lines, neither of which shall total 


more than four solid lines of type in which the body of the advertisement is set) 
-- number of equivalent lines 


Head -- number of lines 
Body -- number of lines 
Tail -- number of lines 


Total number of lines in notice 











COMPUTATION OF CHARGES 


245 lines, — 1 columns wide equals — 245 — 


equivalent lines 
at +346 cents per line 


GE 51 N A eer ee 


Additional charge for notices containing rule or tabular work 
(50 percent of above amount) 


Charge for extra proofs of publication ($1.00 for each proof in excess of two) 1.00 


TOTAL AMOUNT OF CLAIM $ 85.77 


DATA FOR COMPUTING COST 
Width of single column 125 ems 





Number of insertions — 1 — 
Size of type 6 — point 





Pursuant to the provisions and penalties of Chapter 155, Acts 1953, 


I hereby certify that the foregoing account is just and correct, that the amount 
claimed is legally due, after allowing all just credits, and that no part of the 
same has been paid. | elt, 






Date: DEC 16 ,19 26 Title: 




















PUBLISHER'S AFFIDAVIT 


State of Indiana ) 


| free throws with one second Te- ) ss: 


£ fourth quarter to force the overtime, 


maining to give West Noble the vic- Allen Count ) 
tory. Kavanaugh finished with 20 y 

P tenon 63, Hamilton 58 (OT): Personally appeared before me, a notary public in and for said county and state, the 
After being outscored 18-4 in the undersigned JULIE L SMITH 





who, being duly sworn, says that he/ 


Fremont made 10 of 12 free throws she is _ Clerk _of the ___The News-Sentinel newspaper of general 

in the extra period. oe circulation printed and published in the English language in the (city) (town) of 
Jon Cress led Fremont with 144 Fort Wayne, IN 

points, while Rac Coffey had 18 on ———— 


Hamilton. . ‘attached hereto is a true copy, which was duly published in said paper for 
Blackhawk Christian 63, (at) Prat pap 


in state and county aforesaid, and that the printed matter 











PAS! je Heights 35: Jay Sefton scored a — 1 time ______ , the dates of publication being as follows: 
AYES game-high 21 points as Blackhawk 
Bend Christian evened its record at 3-3. | 12-16-9 es 
Brandon Blankenship led Prai- Ww ) 
— rie Heights (0-5) with 12 points. . z ; 


nsn 


s ‘sh f 

















(At) Eastside 57, Churubusco 47: 


Hank Ochoa scored 21 points to5ubscribed and sworn to hefort ne this ~ 16th day of 
lead Eastside (3-3) past Churubus- 


co. N 
Todd Fleetwood scored 21 for 

Churubusco. Saas a 

ee . Bakery commission expires: NOTARY I g 


< Fil 
ngarner each scored MY CO 
Ing $ 8 VÅK 8) 












and Kyle Hoo 


